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Display Port to DVI Adapter 




DisplayPort to DVI Adapter by Amphenol — Need to convert your DisplayPort connection into a fully functional 
DVI-D port? Look no further than our exclusive DisplayPort to DVI adapter cable from Amphenol AssembleTech. 
Simply plug our adapter cable into any DisplayPort equipped video card or monitor. Your existing DVI cable 
connects directly to the adapter with ease 

DisplayPort to DVI Adapter Cable - DisplayPort Male to DVI-D Female Converter 

□ A/V Cable SALE: Get $75 OFF ALL Online Orders Over $300 Thru 7/31 

□ High-bitrate DisplayPort to DVI converter adapter cable by Amphenol 

□ Converts any Displayport connection into a Single-Link DVI-D connection 

□ Supports up to 1920x1200 WUXGA resolution & Full-HD 1080p @ 120Hz 

Display Port to HDMI Adapter 



DisplayPort to HDMI Adapter by Amphenol - Need to convert your DisplayPort connection into a fully functional 
HDMI port? Look no further than our exclusive DisplayPort to HDMI adapter cable from Amphenol AssembleTech. 
Simply plug our adapter cable into any DisplayPort equipped video card or monitor. Your existing HDMI cable 
connects directly to the converter with ease. 

□ A/V Cable SALE: Get $75 OFF ALL Online Orders Over $300 Thru 7/31 

□ High-bit rate Display port to HDMI converter adapter cable by Amphenol 

□ Converts any Display port connection into a high-speed HDMI connection 

□ Compatible with all HDMI cables up to HDMI version 1.3 Category 2 



Item AV-DPMHDMIF00-000.24 0.24m $33.55 $31.87 In Stock 



Display Port Cables 




DisplayPort Cables by Amphenol - Amphenol DisplayPort cables feature ultra-high-bandwidth construction (10.8 
Gbps) and were amongst the first cable brands to be fully qualified by DisplayPort. Org and offer full DisplayPort 
1.1 certification. Designed, built, and tested by Amphenol AssembleTech. DisplayPort to DVI and DisplayPort to 
HDMI adapters now available. Choose from our comprehensive selection of DisplayPort cables in lm, 2m, and 3m 
lengths below: 

lm DisplayPort Cable - Amphenol DisplayPort 1.1 Certified Cable (3.3ft) 

□ A/V Cable SALE: Get $75 OFF ALL Online Orders Over $300 Thru 7/31 

□ lm (3 feet) Ultra-high-bitrate DisplayPort cable by Amphenol (10.8Gbps) 

□ Supports up to WQXGA resolution (2560x1600) - ideal for 30"+ displays 

□ Fully qualified by DisplayPort.org - High-Bitrate DisplayPort 1 . 1 Certified 

Custom Cables & Cable Kits Direct from Amphenol 

GPIB Cables - Shielded 




Shielded GPIB Cables (IEEE-488 Cable) by Amphenol [25% OFF SALE] - Buy Direct from the Original GPIB 
Connector Inventor: Amphenol. The Amphenol Deluxe GPIB cable series offers an affordable shielded GPIB cable 
solution in lengths from 0.3m to 8m. Amphenol shielded GPIB cables are designed to exceed the latest IEEE-488 
specifications and will connect to any GPIB/HPIB controller, test instrument, or daisy-chain to another GPIB cable. 
Our GPIB cables are expertly terminated to our best stackable die-cast CN24 male/female connectors with Gold 
contacts. 

Item GP-IE156327SS-000.3 
Color Length 

Qty 1-50 Qty >50 Availability Order Qty 

Gray 

$53.74 $51.05 In Stock 



10-Gigabit Multimode Cables OM3 



10-Gigabit Multimode Cables (Aqua OM3) [25% OFF] — Are you considering a network optical backbone upgrade 
to 10-Gigabit Ethernet? Amphenol OM3 50-Micron (50/125) Laser Optimized Multimode fiber optic patch cables 
combine scalable 10-Gig performance and backwards compatibility with legacy equipment. Specifically designed 
for use with VCSEL light sources, our lOGbE patch cables sport an impressive 2000/500 MHz/km bandwidth. 
Featuring machine polished ceramic ferrules in both LC and SC connector termini below: 

• Get 25% OFF ALL Fiber Optic Orders with Coupon Code: CABLE25 

• Connectors: LC to LC Duplex Multimode UPC w/ Ceramic Ferrules 

• Cable: 50/1 25um OM3 10Gb Laser Optimized Multimode Fiber (Zipcord) 

• Jacket: LSZH (Low Smoke Zero Halogen) for environmental safety 



QSFP/QSFP+ Active Optical Cables (AOCs) by 3M™ Interconnect Solutions Now In-Stock! Cables on Demand is 
pleased to now offer the latest generation of 3M™ brand 40G QSFP/QSFP+ Active Optical Cables in lengths up to 
100m (330'). Enjoy throughput beyond 40.0 Gbps for the same price as our competitors' 20.0 Gbps products! Every 
AOC features QSFP/QSFP+ compliant connectors with 4 integrated 10.0 Gbps optical transceivers (40G+ 
aggregate) each; ensuring compatibility with the latest QSFP and QSFP+ enabled hardware in datacenters and HPC 
clusters. Enjoy the lowest web prices on 3M™ brand Active Optical Cables at Cables on Demand — High volume 
discounts available. 

• 10m (32.8') QSFP Active Optical Cable (AOC) by 3M Interconnect Solutions 

• Now Thru 7/31 Get $75 OFF ALL 3M AOC Orders Over $300 Instantly! 

• Lowest Power AOC Rev. 2.0 Chipset Consumes < 660mw Per Cable End 

• 4-Channel Full-Duplex MMF Active Optical Cable Transceivers Pre-Installed 




3M™ QSFP Active Optical Cables 




For More Information please Visit Our Site 
http://www.cablesondemand.com 



